WAR OF. 1812 


The War of 1812 was fought from June 1812 to the 
spring of 1815. A peace treaty was signed in Ghent on 
December 24, 1814. No one really won this war. The 
United States was not able to invade Canada and the 
British did not take control of Baltimore and New 
Orleans. Historians say that the War of 1812 
confirmed America's independence from England and 
gave the settlers a reason to be proud of being 


Americans. 
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